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ACTION NEA-10 

INFO OCT-01 ISO-OO MED-03 /014W 

030969 
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FM AMEMBASSY MANAMA BAHRAIN 
TO SECSTATE WASHINGTON DC 2244 
AMEMBASSY TEHRAN IRAN 
INFO AMEMBASSY KUWAIT KUWAIT 

UNCLAS MANAMA 0753 

KUWAIT FOR RMO; TEHRAN FOR MEDICAL OFFICER 

E.O. 11652: N/A 

TAGS : AMED, AFSP, BA 

SUBJECT : SPECIAL MEDICAL EXAMINATION 

REF : RMO KUWAIT LTR 25 MAY 75 (NOTAL); PHONECON KUWAIT/ 

L. CONSTANTINI 30 JUNE 75 (NOTAL) 

1. DR. GLENN BROOKS OF U.S. NAVY MEDICAL OFFICE IN MANAMA HAS 
ADVISED POST THAT MRS. MARY ANN CONSTANTINI, DEPENDENT WIFE 
OF TCU OFFICIAL LOUIS P. CONSTANTINI, FSS-7, EMP. NO. 121230 

MUST HAVE EVALUATION OF THYROID STATUS AS AN ANNUAL DETERMINATION 
OF CONTINUING MEDICAL PROBLEM. DR. BROOKS HAS CERTIFIED THIS 
EVALUATION CANNOT BE UNDERTAKEN IN BAHRAIN. 

2. GIVEN PRESENT DIFFICULTIES IN BEIRUT, BEST POSSIBILITY 

FOR EVALUATION SEEMS TO BE PARS HOSPITAL TEHRAN. MRS. CONSTANTINI 
WOULD LIKE TO TRAVEL THERE FOR HER TESTS ON OR SHORTLY AFTER 
13 AUGUST. 

3. FOR TEHRAN: PLEASE ADVISE POSSIBILITY OF PARS HOSPITAL 
ADMINISTERING APPROPRIATE EVALUATION ON DATES PARA. 2, 

WHETHER HOSPITAL ADMITTANCE IS REQUIRED, AND ESTIMATE OF 
TREATMENT COST. 

4. FOR STATE: REQUEST AUTHORITY TO USE FY-76 FUNDS FOR MEDICAL 
TRAVEL. ESTIMATE: TRAVEL $200 PER DIEM (3 DAYS) TEHRAN $165 
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